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UNCLASSIFIED 

PAGE 01 TOKYO 10666 130130Z 
ACTION OES-07 


Message Text 


INFO OCT-01 EA-12 ISO-00 INT-05 COME-00 NSF-02 /027 W 

036949 130453Z/15 

R 130128Z JUN 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 8738 


UNCLAS TOKYO 10666 


FOR OES/APT/BMP 


DEPT PASS TO USGS; NOAA; NBS 

E.O. 11652: N/A 
TAGS: TPHY, TECH, JA 

SUBJECT: UNDERWATER SEISMOGRAPH NETWORK 


REE: 77 TOKYO 12013 


1 . IN LATE JULY JAPAN METEOROLOGICAL AGENCY WILL START 
LAYING UNDERWATER CABLE WITH EIVE SEISMOGRAPHS ON BOTTOM 
OF ENSHU SEA OEF SHIZUOKA PREFECTURE. COAXIAL CABLE 
THREE CENTIMETERS IN DIAMETER WILL STRETCH FOR 160 
KILOMETERS ALONG NANKAI TROUGH AND WILL BE SUNK TO DEPTH OF 
2,300 METERS. 

2. CONTINUOUS DATA WILL BE RELAYED THROUGH AN OBSERVATORY 
AT CAPE OMAE TO JMA. 


3. THE 3,344-TON KUROSHIO MARU, UNDERWATER CABLE 
LAYING BOAT OF NIPPON TELEGRAPH AND TELEPHONE 
CORPORATION, WILL BEGIN LAYING CABLE ON JULY 25. 
AFTER SEVERAL TESTS, TRIAL OPERATION OF THE WHOLE 
SYSTEM WILL BE STARTED NEXT FEBRUARY. EULL-SCALE 
OPERATION IS EXPECTED TO BEGIN NEXT APRIL. 
MANSFIELD 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 TOKYO 10666 130130Z 


UNCLASSIFIED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: OCEANOGRAPHY, SEISMOGRAPHS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978TOKYO10666 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780246-0199 

Format: TEL 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780663/aaaaccmd.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b8b4bc89-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 TOKYO 12013 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2366698 
Secure: OPEN 
Status: NATIVE 

Subject: UNDERWATER SEISMOGRAPH NETWORK 
TAGS: TPHY, TECH, JA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b8b4bc89-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassifled/Released US Department of State EO Systematic Review 20 Mar 2014 



